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HTA-AS-33 
9 April 1958 


MEMORANDUM FOR: Contracting Officer, PCS/DCI 


25xiaca xrcevrxon: 


SUBJECT: Acceptance of Bausch and Lomb Air Force 
Stereoviewer 25X1A9a 
REFERENCE: Memo from Executive, HTAUTOMAT i 


SS Receipt of P.I. Equipment, 25X1A9a 
dated 8 November 1957, HTA-AS-18 


25X1A2g 1. This is to inform you that the defective stereoviewer 
(Serial J which was returned to the manufacturer for 
repair is now back in service at FTAUTOMAT and is in excellent 
condition. Accordingly, Contract #AL~7290 involving the purchase 
of five Bausch and Lomb stereoviewers has been satisfactorily 

discharged by the manufacturer. I believe there remains 

balance to be paid on this contract involving the defective 

viewer which, as noted, is now acceptable. 


25X1A1a 


2, Your assistance in the handling of this contract has 
been greatly appreciated. 


-25X1A9a 


Executive, HTAUTOMAT 
ce: 
25X1A9a 
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